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SENERAL DESCRIPTION 


(The COGCONVERT programs extracts data cf greatest potentiat user 
interest from the file LOG/a<integer> and creates a nex file 
NEW.LOG/#@<integer> containing this data in COBCL/RPG-readable 
foraat. LOGCONVERT acts only upon a transferred SYSTEM/LOG file 
as created with either the LG or TL System Controt Instruction. 
The significant disits cf the Six-digit <integer> identifying the 
log to be processed are entered with a free-forszat ACCEPT 
message. 


RELATED DOCUMENTATION 


Naae Nusber 


Bi8O00/B1700 MCP [1 PeSe 2212 5462 
B1800/B1700 Software Operational Guide 1068731 
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OPERATING INSTRUCTIONS 
LOGCONVERT is executed froa the SPO by entering the following: 
EX LOGCONVERT 


A free-foraat ACCEPT sessage of ST or STATUS may be entered at 
any tise after processing comagences; LOGCONVERT responds with 
the current input record counts thus enabling the user to sonitor 
progras progress. 


LOGCONVERT will execute most efficiently if the ine area size as 
specified with the St Systes Control Instruction is an integral 
aultipie of five. The NE&LOG/#@<integer> file contains 180 byte 
records blocked 5S. : | 


Seven distinct record types» identified by the first two digits 
of each record as detaiied in tables belaws can be found within 
the NEWLOG/&<integer> file: 


01 Clear/Start record: one for each Clear/Start per fornsed 
white the siven log was being filled. 


02 Program Parameter Btock (PPB) vecord: one for each 
program scheduled or executed» containing inforsation 
about the progr an. 


03 File Parameter Block (FPB) record: one for each file 
declared within the prograg»s appearing ivasediately after 
the PPB record for that progran. Attributes and data in 
the FPB record generatiy apply to the last (Cor onty) tine 
the file was opened» or those present at BOJ shouwtd the 
given file never be opened. 


The following record types appear only when the TABS option is 
set? 


04 Open record: one for each open of a filer with 
| attributes applicable to the file at that tise. 


05 Ciose record; one for each close of a file» with. 
attributes identical to the corresponding open records 
and data fietds pertaining solely to the particular tine 
the file was opene 


06 Leg Transfer recorc: the fast record in the files 
 eontaining the néeme of the next sequential tog file 
fitiled by the syster. | | 


07/08 Peripherat Assignsent/Release record: | denotes the 
exclusive reservation of a peripheral by an SDL program 
doing special direct £/G» such es SYSTEM/CISK~INIT of 
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DISKMAP/UTILITY> and the subsequent return of that unit 
to the systen. | 


Open and close records are event-oriented phercaena which 
consequently aay be entered in the file at some distance froa the 
prograa PPS and FPSB records. To siaptlify user processings a sort 
is invoked to restructure the NEW.LOG/&<integer> file such that 
these records appear itsasediately after the FPB records with the 
original order saintained. The sort is invoked onty if the TASS 
option was set at some point within the time span of the given 
fog. Users not needing this convenience may suppress the sort by 
executing LOGCONVERT with SW 9 = 1. 


The input and output files have the internal nases of LOGFILE and 
NENLOGFILE> respectivelys and are declared with twe buffers. The 
NEWLOCGFILE will go to the second spindie at those sites with 
suitiple spindles of system disk (refer to the *SD" Systea 
Control Instruction). Other users can ninimize disk arm sovenent 
and consequently achieve a substantial perforsance iaproverent by 
putting the output file on a user pack through file-equation of 
the PACK.I1D CPID) attribute cf NEWLOGFILE. 
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RECORD EQRNATS 


Detaited inforaation regarding the format of the various record 
types appears in the tabies teiow. "Nn" denotes packed nuseric 
fieids suith the specified nuaber of four-bit digits Cincluding 
the sign).  “A" corresponds to atphanuseric EBCDIC data fields 
containing the specified number of characters. In these tables» 
all thirty-character alphanuseric fields represent the standard 
systea Pack-Fanily-File triples of ten characters eache 
Likexises all 16-digit nugeric date/tine fields are composed of 
three distinct subfietds: a four-digit field containing the last 
two digits of the year» a four-digit field containing the Julian 
day (G73 means the seventy-third day of the year)» and an 
| eight-digit fieid containing the tise in tenths of seconds past 
J midnight. 


BECORD TYPE EDRSATS 


FIELD DATA 


FIELD NANE SIZE 6FYPE VALUE AND FUNCTION 
Record Type 2 N A = CLEAR/START record 
UCP Naage 30 A | 
“MCP Interpreter Nase 30 A 
MCP Version 10 A MARK.LE VEL.PATCHs eege “VII.0.2 ™ 
Nain Memory Size it X® Vahue in bits used this CLEAR/START | 
CLEAR/START Date/Time 16 N YYYYOODOTTITITITTT | 
GISMNO Nasge 30 A 
NICRO MCP Nage 30 A 
TABS Option Set 2 N 1 = TABS is set until next CLEAR/START 
Filler 35 A 


Table 2-1 Clear/Start Record Foraat 
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FIELD OATA 


FTELO NANE SIZE TYPE 
Record Type 2 A] 
Job Accounting Nuaber 8 N 
Job Nuaber 6 N 
Job Nase 30 A 
Interoreter Nase 36 A 
Object Naame 30 A 
Schedule Priority & N 
Processor Priority 4 N 
Mesory Priority  & XN 
Static Meaory 10 N 
Dynasic Mesory 10 N 
Total Neaory 10 N 
Nuaber of Files | 4 N 
Charge Nuaber | 8 N 
Virtual Disk i0 N 
Execute Type 2 N 
EO0J Type 2 N 


Coapitation Date/Time 16 


N 
Schedule Date/Tiae — 16 N 
BOJ Date/sTiae i6 N 
EGJ Date/Time 16 N 
Precessor Tie 1c N 
Code Seguent Overlays g NN 
Data Overlays 8 s 
Filler 3 A 


NOU WN 


Huw Wt 
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VALUE AAC FUNCTION 


-~ 


Z = PPB record 


What user sees: 1°9999 


Codefile name coapilted if this is 
a coapiler | 


Non-overtayable cata space in bits 
Overtayable data space in bits 

Run structure size in bits 

Declared within the progras 
0-9999999 

Segaents of disk allocated for data 
overlays 

4 = Execution | 

‘= Coaptle and Go 

Compile for Syntax 

Coapiie to Library 

Compile and Save 

Execute Phase cf Comptie and Go 
Execute Phase cf Compile and Save > 


Normal E03 

DS*ed white running 

Program Error (DS or OP condition) 
Execution Aborted by a Clear/Start 


ia \ bm & 
aun i 


In tenths of seconds 


Can be non-zero onty if program had 


dynamic memory 


Table 2-2 Program Paraneter Block Record Forsat 
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FIELD OATA : | | 
FIELD MAME SIZE TYPE VALUE ANC FUNCTION 
Record Type | 2 N 3 = FPB record 
Job Accounting Nuaber 8 N 7 
Job Nuaber & N | : ye 
File Nuaber | i N N = nth file declared in progran 
Internal File Nase 10 A | 
Externat File Nase 30 A PIO"NFIO-FIO 
Harduare Type & N See Hardware Type Definitions below 
Nuaber of Buffers 10 N 
Record Size 10 N In bits 
Records Per Block 10 N 
Maxivsua Block Size 10 N In bits» valid onty for variabie 
7 length record files 
Save Factor iQ N 
Access Type — 2 N © = seriat 
| 2 i = randoa 
2= sequentiat (cen file opened 10) 
3 = data recorder input with stackers 
4 = data recorder input/output 
§ = eaulator tape 
& = delayed randos 
7 | 7 = 1/0 sequential with extend 
Areas Declared & N 
Blocks Per Area | i0 N : 
Total Record Count 10 N Logical 1/0*s per forned 
 Totat Bleck Count 10 N Physical 1[/0*s perforaed 
Nuaber of Gpens/Closes 8 N 
Total Tisge Open 16 N In tenths of seconds 
Nuaber of Errors 10 N 
Fiiter a | A 


Table 2-3 Fille Parameter Block Record Forsat 
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FIELD OATA | | 
FIELO NANE SIZE TYPE VALUE AND FUNCTION 
Record Type 2 N 4 = Open record 
Job Accounting Nuaber 8 N | 
Job Nueber 6 N 
Tiae of Open 16 N | — 
Fite Nuaber h N 1 through n#1 (nel = Trace File) 
Internal Nane 10 A | 
External Nane 30 A 7 
Harduare Type & N see Hardware Type Cefinitions below 
OMS Flag 2 N i = Data managesent file , 
Esulatar Tape Flag 2 N a=Processed by eeulator corgmunicates 
Record Size 10 N In bits 
Blocking Factor 16 N 
Save Factor 10 N 7 
Unit Nase 6 A Peripheral unit snemonics e«ger LPA 
Access Type 2 N See FPB Layout 
Record Count 10 N Logical I/0"*s per forsed 
Block Count 190 N Physical I[/6*s perforsed 
Nuaber of Errors 40 H 
File Type 4 N 0 = Undefined 
na i = Log a 
2 = Invalid in this context 
3 = Control Deck ; 
4 = Backup print fite 
5 = Backup punch fite 
6 = Duap file 
¢ = Interpreter 
8 = Code fite 
9 = Data file 
i090 = Undefined 
11 = Variable-tength record data file 
42 = Intrinsic file 
13 = Undefined 
14 = Undefined 
| i5 = DMS audit file 
Sertal Nuaber 6 A Of tape 
Protection 2 Nn @ = Public 
| | 1 = Private 
Protection 10 2 N 0 = Input/Output 
| | 1 = Input 
2 = Output 
Open Input Fiag 2 N On this and folilcuing reer i=true 
Open Output Flag 2 N 
Rew File Filag 2 N 


(Table continued on next page) 
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Gpen With Puach Flag 
Gpen With Print Flag 
No Rewind Flag 

Open Reverse Fiag 
Open Lock Flag 

Open Lockout Flag 
Filter 6 


Po 9 NON A A 


Table 
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Data recorder attribute 

Data recorder attribute 

For data recorder=capen with interpret 
For card punch = pocket setiect | 


>B2zBeZzAZZ 


Cpen Record Forsat 


BURROUGHS CORPORATION 
COMPUTER SYSTEMS GROUP 
SANTA BARBARA PLANT 


_ FIELD 

 FTeElO NANE SIZE 
Record Type 2 
Job Accounting Nuesber 8 
Job Nuaber 6 
Tine of Close 16 
File Nuaber 4 

Internal Name 10 
External Nase 30 
Hardware Type 4 
OMS Flag 2 
Evulator Yape Flag 2 
Record Size ~—40 
Blocking Factor 10 
Save Factor | 10 
Unit Nase 6 
Access Type 2 
Record Count 106 
Black Count ic 
Nuaber of Errors 10 
File Type |  & 
Seriat Nuaber 6 
Protection 2 
Protection 10 2 
Close Reel Fiag 2 
CiLose With Release Fiag 2 
Close with Purge Flag 2 
Close with Remove Flag 2 
Close With Crunch Flag 2 
Close No Rewind Flag 2 
Close with Lock Flag 2 
Ctose With Rollout Flag 2 
OMS Audit Switch Flag 2 
MCP Close due to EOJ 2 
Fidier 61 

Tabte 2-5 

| FIELD 

FIELO NAME SIZE 
Record Type 2 
Transfer Date /Tise 16 
Current Leg Kase 30 
Fitter | 141 

 Tabte 2-6 
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DATA \ 
TYPE VALUE AND FUNCTION 


5 = Close record 


1 through n#1 Cnel = trace file) 


See Harduare Type Definitions below 
i = Oata managerent file 

1=Processed by esutates cogmunicates 
In bits 


Peripheral unit snemonics eeges» LPA 
See FPB layout 

Logicai I/0°%s perfcraed 

Physical I/G*s performed 


See Gpen Record faycuts above. 


>> ee Vee we ezewrzrewzreeryryvewzUeese 


Of tape 
Q = Public 
1 = Private 
N QO = Input/Output 
i= Input 
2= Qutput 
N On this and follcwing flags i=true 
N 
N 
N 
N 
i] 
N 
Ni 
N 
N 
A 
Close Record Foreat 
CATA | 
TYPE VALUE AND FUNCTION 


N 6 = Log Iransfer record 
N | 

A 

A 


Log Transfer Record Forrat 
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| FIELD OATA 

FIELD NAME SIZE TYPE VALUE AND FUNCTION 
Record type 2 N 7 = Unit Assigneds 8 = Unit Released 
Job Accounting Nuaber 8 N | | 
Job Nuaber  § ® 
Action Date/Tine i6 N | 
Hardware Type 4 N See Harduare Type Definiticns 
Unit Nase 6 A Unit anesonic for this peripheral 
Fikier 156 A 


Table 2-7 Peripheral Assign/Release Record Format 


HARDWARE LYPES 


VALUE 


i 

2 

& 

> 

6 

if 

8 

9 
40 
&3 
i2 
a3 
a4 
iS 
is 
i? 
1s 
49 
20 
21 
22 
23 
24& 
25 
26 
27 
28 
30 
31 
61 
63 


DEVICE 


80 Coluan Data Recorder 

80 Cotuan Card Punch 

Industry Coapatible Mini-Disk (Flexi-Disk) 
96 Cokuan Reader Punch Printer 
Paper Tape Reader 

Paper Tape Reader 

Printer Cother than 88124774 printer Control) 
Reader Sorter 

Reader Sorter | 

Disk File Cany Head-per-Irack unit) 
Head per Yrack Disk 

Disk Cartridge Control 2 or 3 

Disk Cartridge Control t 

Disk Pack 

Disk Pack Cany avaitabte) 

Disk Cof any kind) — 

SN Head~per-Track Disk 

96 Cotuan Card Reader 

Paper Tape Punch 

80 Coluan Card Reader 

Teletype sPdQ 

CRY sPo 

Nine~track NRZ Tape | 
Seven-track Tapes Upright Drive 
Nine~track PE Tape 

Any Tape Unit 

Any Nine-track Tape Unit 

Cassette | 
Printer €81247-4 Prinater Controt) 
Queues Fiie 

Remote File 


Table 2-8 Hardware Type Definitions 
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COBOL RECORD FORNATS 


Appearing below are cOBCL 
record tayouts detailed above; 


Qf CLEAR STAR T-RECORD. 
G2 CS-REC-TYPE 
OZ CS“MCP-NAME 
O2 CS“ INTERP“NANE 
O2 CS“MCP-VERSION 
O02 CS“MAIN“MEMORY-SIZE 
O02 CS“ YEAR 
O2 CS“ JULIAN-DAY 
O2 CS“TINE 
O02 CS~-GISMO-NAME 
O2 CS“NMCP-NANE 
O02 CS“TABS-OPTION“SET 
O02 FILLER 


O1 PPO-RECORD. 
02 PPB-REC-TYPE 
O02 PPB-JOB-ACCTING-AG 
02 PPB-JG8-NO 
02 PPB-PROGRAM-NAME 
O02 PPB-INTERP-NAME 
02 PPB-OBJECT“NAME 
02 PPB-SCHEDULE-PRICRITY 
O2 PPB-PROCESSOR-PRIORITY 
02 PPB-MENORY-PRIORITY 
02 PPB-STATIC“HEMORY 
O2 PPB-DYNAMIC-“MENGRY 
O2 PPB-TOTAL~NEMORY 
O2 PPB-NUNBER-OF-FILES 
O2 PP8-CHARGE~NUMBER 
O2 PPB-VIRTUAL~DISK 
O2 PPB-EXECUTE-TYPE 
02 PPB-EDJ-TYPE 
O02 PPB-YEAR-COMPILED 
(02 PPB-J-DAY-CONPILED 
O2 PPB-TIME-COMPILEL 
02 PPB-SCHED-YEAR 
02 PPB-SCHED~J-DAY 
02 PPB-SCHED~TINE 
(02 PPB-BOJ-YEAR 
02 PPB-B80J-J-DAY 
02 PPB-BOJ-TIME 
02 PPB-EOJ-YEAR 
02 PPB-E0J-J-DAY 
(02 PPB-EGJ-TIME 
02 PPB-PROCESSOR“TINE 
O02 PPB-CODE-OVERLAYS 
(02 PPB-DATA~OVERLAYS 


declarations 
they say be 
precessing the output of LOGCONYERT. 


$9 

1€30) 
X(30) 
XC9). 
$99) 
$9€ 3) 
$9€3) 
$9€7) 
X(30) 
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tc the 
used by programs 


corresrfonding 


CMP. 


CHP. 
CMP. 
CMP. 
CMP. 


X€30). 


$9 
XC 36) 


39 

S9€7) 
$9¢€5) 
KC 30) 
XC 30) 
X€ 30) 
$9€3) 
S9¢€ 3) 
39¢3) 
39€ 9) 
$9¢€9) 
39€ 9) 
39€ 3) 
$97) 
$9€9) 
39 

39 

$9¢3) 
$9C€3) 
S9C7) 


($9¢3) 


$9¢€ 3) 
$9€ 7) 
S$9C3) 
39€ 3) 
39€7) 
39C€ 3) 
39€ 3) 
39¢€7) 
39¢€ 9) 
S9C 7) 
39¢€7) 


CMP. 


CMP. 
CMP. 
CMP. 
CMP. 
CMP. 
CMP. 
CMP. 
CMP. 
CMP. 
CMP. 
CMP. 
CMP. 
CMP. 
CMP. 
CMP. 
CMP. 
CMP. 
CMP. 
CMP. 
CMP. 
CMP. 
CHP. 
CMP. 
CHP. 
CMP. 
CMP o 
CMP. 
CMP. 
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O02 FILLER 


O01 FRB“RECORD. 
02 FPS-REC-TYPE | 
O02 FPB-JOB-ACCTING“NO 
02 €PB-JOB-NO 
(02 FPB-FILE-NO 
02 FPB-FILE-NAME 
O2 FPB-EXTERNAL-NANE 
O02 FPB-HDWR 
02 FPB-BUFFERS 
O02 FPB-RECORD-SIZE 
O02 FPB-RECORDS-PER-ELOCK 
O02 FPB-MAX“BLOCK“SIZE 
O02 FPB-SAVE-FACTOR 
O02 FPS-ACCESS“TYPE 
O02 FPB-AREAS_DECLARED 
O02 FPB-BLOCKS“PER-AREA 
O02 FPB-RECORD~COUNT 
O02 FPB~BLOCK-COUNT | 
O02 FPB-NO-OPENS-AND-CLOSES 
02 FPB-CUM~OPEN-TIME 
O02 FPB-ERRORS 
02 FILLER 


01 OPEN-RECORD. 

O02 OPEN-REC-TYPE 

O02 OPEN-JOB“ACCTING“NO 
02 OPEN-JO8-NO 

O2 OPEN-YEAR 

02 OPEN-J-DAY 

O02 OPEN-TIME 

02 OPEN-FILE-NO 

O02 OPEN-FILE-NANE 

O2 OPEN-EXTERNAL“NAKE 
O02 OPEN-HDUR 

O02 OPEN-OMS-FLAG 

O2 OPEN-ENULATOR“TAPE-FLAG 
O2 OPEN-RECORD-SIZE 
(02 OPEN-RECOROS-PER-BLOCK 
O02 OPEN~SAVE-FACTOR 

O02 OPEN“UNIT-“NAME 

O02 OPEN-ACCESS“TYPE | 
02 OPEN-RECORD-COUNT 
O02 OPEN-BLOCK-COUNT 

O02 OPEN-NO-ERRORS 

O02 OPEN-FILE-TVPE 

O02 OPEN-SERIAL-NO 

O02 OPEN-PROTECTION 

O02 OPEN“PROTECTION-10 
02 OPEN-INPUT 

O02 OPEN-OUTPUT 

02 OPEN-NEW-FILE 

O02 OPEN-WITH-PUNCH 
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X03). 


$9 CMP. 
S9C7) CMP. 
S$9(C5) CMP. 
S$9€3) CMP. 
X¥C10). 
XxC30). 


$903) CMP. 


S9C9) CMP. 
S9C9) CMP. 
$9€9) CMP. 
S909) CMP. 
S949) CMP. 
$9 CMP. 
S$9C3) CMP. 
S9C9) CMP. 
$9€9) CMP. 
99€9) CMP. 
S907) CMP. 
399€9) CMP. 
S9€9) CMP. 
XC741). 


39 CMP. 
$9€7) CMP.” 
$9€5) CMP. 
S9C3) CMP. 
$9€3) CMP. 
S9C7) CMP. 
S9C3) CHP. 
x(10). 

XC 30). 
S9C3) CMP. 
$9 CNP. 
$9 CMP. 
S9€9) CMP. 
$909) CMP. 
S9€9) CMP. 


$9 =CMP. 
S9€9) CMP. 
$9€9) CMP. 
9909) CNP. 
S9€3) CMP. 


$9 CMP. 


$9 CMP. 


$9 CMP. 
$9 CMP. 
$9 CMP. 


‘So CHP. 
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01 


Ol 


O02 OPEN-WITH-PRINT 
O02 OPE N-NO-RE WIND 
O02 OPEN“REVERSE 

02 OPE N“LOCK 

O02 OPEN-LOCKOUT 
O02 FILLER | 


CLOSE-RECORD. 
O2 CLOSE-REC-TYPE 

O2 CLOSE-JO8-ACCTING-NO 

02 CLOSE-JOB-NO 

O2 CLOSE“YEAR 

02 CLOSE-J-DAY 

OZ CLOSE-TIKE 

02 CLOSE-FILE-NO 

O2 CLOSE-F ILE-NAME 

O2 CLOSE-EXTERNAL-NAME 

O2 CLOSE-HDUR 

O02 CLOSE-DMS-FLAG 

O2 CLOSE-EMUL ATOR-TAPE-FLAG 
02 CLOSE-RECORD-SIZE 

O2 CLOSE-RECORDS-PER-BLOCK 
02 CLOSE-SAVE-FACTOR 

O2 CLOSE-UNIT“NAME 

O2 CLOSE“ACCESS-TYPE 

02 CLOSE-RECORD-COUNT 

O2 CLOSE-BLOCK=COUNT 

O2 CLOSE-NO-ERRORS 

02 CLOSE-FILE-TYPE 


02 CLOSE-SERIAL-NO 


02 CLOSE-PROTECTION 

02 CLOSE-PROTECTION-10 
O02 CLOSE-REEL 

O2 CLOSE-WITH-RELEASE 

O2 CLOSE-WITH-PURGE 

02 CLOSE-WITH-REROVE 

O2 CLOSE-WITH-CRUNCK 

02 CLOSE-NO-REWIND 

O2 CLOSE-WITH-LOCK 

02 CLOSE-ROLLGUT | 
O02 CLOSE-DNS“AUDIT-SWITCH 
O2 MCP-TERMINATION-CLOSE 
02 FILLER 


LOG" TRANSFER-REC ORD. 
O02 LT-REC“TYPE 

02 LI-YEAR 

O02 LI-J-DAY 

O02 LT- TIME 


02 LI-CURREKT-LOG-NAME 


02 FILLER 
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$9 CMP. 
$9 CMP. 
$9 CMP. 
$9 CMP. 
$9 s CMP. 
X(62). 


S9C7) CMP. 


S9C5) CMP. 


S9C3) CMP. 


$9C3) CMP. 
S9C7) CMP. 
S9C3) CMP. 
X10). 

XC30). 

$903) CMP. 
$9 CMP. 
$9 CMP. 
S9C9) CMP. 
$909) CMP. 


S9€9) CMP. 


39 CHP. 
S9€9) CMP. 
$9€9) CMP. 
S9€9) CMP. 


S9€3) CMP. 


X€6). 

$93 CMP. 
39 CMP. 
$9 CMP. 
39 CMP. 
39 CMP. 


$9 CMP. 


39 CMP. 
$9 CMP. 
$9 CMP. 
39 CMP. 


$9 CMP. 


X(61). 


$9 CKhP. 


39€3) CMP. 
S9C3) CMP. 


$9€7) CMP. 


XC 30). 
XC 261) 
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O21 PERIPHERAL -ASSIGNMER T“~RELEASE-RECORD. 

O2 AR“REC-TYPE PC $9 = =—& CNP 

OZ AR JOB“ACCTING-“NO PC S$9€7) CHP. 

Q@2 AR“ JOB-NO PC S9C5) CMP. 

O02 AR-YEAR PC S$9C3) CMP. 

O02 AR~J-DAY PC $9€3) CMP. 

O2 AR“ TIME PC 3$9€7) CMP. 

O2 AR~HOWR PC S$9€3) CMP. 

O02 AR“UNIT“NAME PC x(€6). 

O2 FILTER PC XC€156). 


£PS RECORD EQRMATS 


Appearing below are RPG declarations corresponding to the record 
tayouts detailed above; they aay be used by RPG pregrams which 
process the output of LOGCCNVERT. 


Clear/Start Record Forsat: 


ILOGFILE NS 01 1018 | | 
P 2  adoCcsRYypP 
2 34 csmcP 
32. 61 CSINTP 
62 70 CSVRSN 
71 «=7S0CSSMEM 
6 77CCSYR | 
78° «=79CCSIOAY 
80 B830CSTINE 
84 113 CSGSMO 
114 143 CSMMCP 


3s “Oo “Oo “SU 
~J 
av 


P 144 144 CSTABS 
PPB Record Foraat: | 
NS 02 1 D2 
P i LOPRTYPE 
P 2 SCFJAN 
P 6 ECP JOBNO 
9 38 FJCGBNM 


39 68 PINTRP 
69 98 POBJNN 
99 1L0COPSPRI 

101 LO2CPPPRI 

103 1040PMPRI 

105 LOSOPSTMEM 

110 1240PDYMEM 

115 11S0P TOMEM 

IZ10PFILES 

122 L2SOPCHG 

126 4300PYDISK 

131 L3L0PEXTYP 

132 13Z0PEQsTP 

133 A34CPCYR 

£35 136CPCJDAY 


pre 
aS) 
©S 


BURROUGHS CORPORATION 
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FP8 Record Forerat: 


Open Record Format: 


NS 04 i D4 


NS O03 4 03. 


 ~ 0D VVUVDVSCVVUDV Dy 


~ASOVDYVD TDD DB wy 


CO OO uw UO *D 


oS “SS 
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137 
141 
143 
L45 
149 
151 
153 
157 
159 
161 
165 
i170 
174 


LSCOPCTIME 


L42CPSYR 
1440PSJDAY 


A4S8OPSTIME 


LSCOPBYR 

IS2CPBJDAY 
LS60PBTIME 
LS8CPEYR 

LOCOPEJDAY 
LO4QCPETIME 
16S0PCPUTN 
L73CPCOYLY 
L770FCOVL Y 


ICFRIYPE 
SOF JAN 
€0F JOBNO 
1COFFILNO 
20 FINITNM 
50 FEXTNM 
520F HDWR 
STOFBUFF S 
C2OFRSZ 
67 CFRECBL 
720F MAXBS 
77 CF SAVEF 
‘78GFACCSS 
BOOFAREAS 
8SCFBAREA 
9OOFRECCT 
950F BLKCT 
9SCFOCCNT 
LO4OFOPENT 
LOSOFERRS 


1OOQRECTP 
SOQJAN 
&COJOBNO 
2CCOYR 
‘L2cauoay 
AGOCTIME 


—« LACCFILNG 
28 CINTNN 


58 CEXTNM 
6COCHOWR 
61C0DMS 
620CENUTP 
67CORSZ 


BURROUGHS CORPORATION 
SANTA BARBARA PLANT 


Close Record Forrat 


NS 05 


CONPUTER SYSTEMS GROUP 


i 


oS) 


Cr VDUVOVDUVUVVTVVVTD VvVTD wwe 


ce UD VT 3 “OS “OO 27°C “0 US “SO 
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7200RECBL 
T7CSAVEF 
83 CUNT 
B84 00ACCSS 
S9ICORECCT 
9SOCELKCT 
9900ERRS 
LOACOFILTP 
107 OSERNO 
108CCPIN 
LOSCOPTNIO 
LLOOCINPUT 
LLLCCOUTPT 
112CONEW 


LAISCQWPNCH 
L1400WPRNT 


LiSCONORWD 
LLiGOCREVRS 
1170QLCCK 

LisocLKOUT 


LCCRTYPE 
SOCJAN 
g0C JOBNO 
‘AGOCYR 
1Z2CCIDAY 
LEOCTIME 
180CFILNG 
28 CINTNM 
58 CEXINM 
6COCHOWR 
610CONS. 
6Z0CEMUTP 
670CRSZ 
72 0CRECBL 
77 0CAVEF 
83 CUNI 
840CACCSS 
SSCCRECCT 
940CELKCT 
9SOCERRS 
1O10CFILTP 
107 CSERNO 
LO8OCPIN 
LOSOCPINIO 


GLLOOCREEL 


ALLOCRELSE 
AAZOCPURGE 
LASOCREMOV 
ZL&OCCRNCH 


LISCCNORWD 
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116 LiIGCCWLOCK 

A217 1170CRL OUT 
218 LL eCcomsSsh 
119 LISOCTERM 


“3 6 GG 


Log Transfer Record format: 


NS 06 1 06 

LOLRIVPE 
ZOLYR 
SOLJDAY 
SOL TEME 
39 LLOGID 


oy UD 
OOen- 


Peripher at Assignazent/Release Record foraat: 


NS 07 i 07 
OR 1 08 

i AICARTYPE 
2 SOAJAN 

6  &8&0AJCBNO 
9 iACCAYR 
11 L20AJIDAY 
13 L6EGCATIMNE 
17 §1&8CAHDWR 
19 24 AUNI 


co US UO 
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1. 


2. 


The 
to 


ERROR MESSAGES 
INCOMPATIBLE SYSTEM SOFTWARE - MUST BE <level> NCP...EQJ 
Due to the changing foraat of tog records between MCP 


releasess LOGCONVERT ascertains that it has been executed 
under control of the appropriate tevel of softuare and aborts 


da case of a nisaatch. 


C[LET®S TRY AGAINeoe] ENTER nae woncee 


The integer representing the tog to be processed is 
requested: input is free-forsat. If an invalid entry has 
been mades causing cne of the error sessages below tc be 


@isptayeds another request for the log identification integer 
is prefaced by the phrase “"LET*S TRY AGAIN". 


next four error messages reflect invalid cases of user input 
the request for the log identification integer. The request 


is re-displayed fotlowing the error aessage. 


30 


Se 


30 


6. 


de 


LOG # CAN*T BE ZERO 

The MCP assigns tog # nusbders sequentiatly fron one. 
Consequently» LOGCONVERT refuses to accept an identification 
integer of zero. 

LOG NUMBER TOO LONG - KAX 6 DIGITS 

As the integer identifying a transferred log does not exceed 
six decimat digits» LOGCONVERT disallows specification of an 
integer exceeding six digits. 

<token> ISN*T NUMERIC 


Non-nuaer ic data was input in esaPense to the request fer a 
log identification integer. 


NULL INPUT...PROGRAM ECS 


The response to the request for a log identification inteser 


was an empty input tine. LOGCONVERT considers this as a 
request to terminate. 


UNEXPECTED EOF ON LOG WHILE READING <record typers PROBABLE — 
HARDWARE MALFUNCTION 


where <record type> is one of: 


PPB SEG 1 
PPB SEG 2 
DUMMY PPB 
FPS &<integer> 
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TRACE FPB 


Se 


Once the PPB record for a given job is found in a tog file> 
certain other records ere expected. This message inforss the 


operator that EQF was reached when atteapting to input one of 


the expected records for a job for which the first PPB record 
had been found. 


AT RECORD <integer> 

This message is the response to a STATUS request. It intoras 
the user of the actual record number of the tog file being 
processed. 

HUM? 


LOGCONVERT esits this reply if an invatid request is entered 
after processing comszences. 
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